CONTRpL DATA 

Literature and Distribution Services 
308 North Dale Street 
St. Paul, Minnesota 55103 



February 9, 1987 



Dear Customer: 

Attached is the sixth (6) catalog supplement since the 1986 catalog 
was published. 




G. F. Moore 

Manager 

Literature & Distribution Services 



SECTION I 

This section contains Hardware Manuals for individual 
equipments arranged in equipment designator sequence. 
Product numbers are included in parenthesis after the 
equipment designator. Additional manuals may be found 
in Section II by looking up the Product Number. 
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LITERATURE CATALOG SUPPLEMENT 



The legend for columns one through six is as follows: 

1 - New or revised literature published since last edition 

N - New Publication 

R - Revision in packet form only 

RM - Revision in manual form 

RMP - Revised manual/packet available 

RO - Revised publication obsoletes all previous editions 

2 - Publication number of literature, listed numerically 

3 - The latest revision level 

4 - Indicates number of rings required for a binder 

5 - A/D indicates manual elibible for Automatic Distribution (External Only) 

6 - Price changes for external customers only 

* For Control Data personnel only 

** Price changes in column 6 are for external customers only 












1 1 




1 


TITLE 


2 


3 


. > 


6 


RO 


AA120-D/AA131-D/BB123-A (720/730/740/750 
760) (7030-XXX) Extended Core Storage 
(ECS) HMM 


'GF60404700 


U 








R 


AA161-A (Cyber 180 Models 810/830) Cent. 
Cmptr HMM (Maint/Parts Data) 


60469500 


C 


3 






R 


BK7B4-G/H (9764/9766) SMD HMM Vol 2 


83325510 


B 


3 






R 


CA211-A/B Ticket Vending Terminal (QSE 
24858) HMM (Support Info) 


62940091 


H 


3 




R 


CC628-A (722-10) Display Terminal HMM 
(Support Info) 


62940004 


P 


3 






R 


CC634-A/B, 638-A/B (721/CDC 110) Display 
Terminal HMM (Repair Center Info) 


62940037 


L 


3 






R 


FA7B4 Control Module HMM Vol 2 


83324580 


D 


3 






R 


FA7B4 Control Module HMM Vol 3 


83324830 


E 


3 
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LITERATURE DISTRIBUTION SUPPLEMENT -CCONT> 



TITLE 



R 

R 

RO 

R 

R 

RO 

R 

R 

R 

R 

RO 

R 

R 

RO 

R 

N 



FJ132-A (380-111) Direct Mem Ace 
Controller HMM 

PA1A4/1A5 (9772-850) XMD HMM Vol 3 

PA2A3 (9771-800) XMD HMM Vol 3 

PA3A1-F/3A2-F (9710-80) RSD HMM Vol2 

PA5G1/5G2/5N1/5N2 FSD HMM Vol 3 

PA5G1-E (9715-340) FSD HMM Vol 2 

PA5G1-F/5G2-C FSD HMM Vol 1 

PA5J1/2 (9715-300) FSD HMM Vol 1 

PA5K1/5S1 FSD HMM Vol 1 

PA5K1/5S1 FSD HMM Vol 3 

PA5V1-A (9715-160) FSD HMM Vol 3 

PA601-A/B, 6A1-A/B, GH488-A, 4A2-A, 
(886/97704-700) IHD HMM Vol 1 

PA601-A/B, 6A1-A/B, GH488-A, 4A2-A 
(886/97704-700) IHD HMM Vol 4 

PA601-A/B, 6A1-A/B, GH488-A, 4A2-A 
(886/97704-700) IHD HRM 

PA8A2 (97200-368) EMD HMM Vol 2 

PA8B1 (9720-368) 8" EMD HMM Vol 3 
(Diagrams) 



60458800 

83325110 
83325350 
83325020 
83324780 
83325060 
83325220 
83324760 
83324790 
83324810 
83324700 
83325560 

83325580 

83325550 

83325420 
83325650 



**b 



B 
C 
G 
G 
E 
S 
J 
H 
F 
D 
B 

B 



D 

A 



$ 12.00 
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SECTION II 

The manuals in this section are listed by Product or 
System Number. Many entries include a product to equip- 
ment cross reference: e.g. 1742 (CL309-A/B, FF511) . 
Since Hardware manuals for equipment developed after 
November 1967 are- categorized by equipment designator, 
always look up the equipment designator in Section I as 
the Product Number . 
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LITERATURE DISTRIBUTION SUPPLEMENT -CCONTl 



TITLE 



R • Cyber 170 Computer System CM Pwr, 
Cooling HMM (875) 

R Cyber 170 Computer System Cooling, 
Pwr. Dist/Warn Sys HMM (815/825) 

R Cyber 170/180 Computer Systems Cool- 
ing Sys HMM (835/845/855) 

RO Cyber 170 Computer System CP/O CH . 
5/6/7/ W/L HMM (Single) (875) 

RO Cyber 170 Computer System CP/O CH. 
5/6/7 W/L HMM (Dual) (875) 

RO Cyber 170 Computer System CP/1 CH. 
15/16/17 W/L HMM (Dual) (875) 

RO Cyber 170 Computer System CPUO CH. 
5/6/7/ W/L HMM (Single) (865) 

RO Cyber 170 Computer System CPUO CH. 
5/6/7 W/L HMM (Single) (875) 

RO Cyber 170 Computer System CPUO CH. 
5/6/7 W/L HMM (Dual) (875) 

RO Cyber 170 Computer System CPU1 CH. 
15/16/17 W/L HMM (Dual) (875) 

R Cyber 170/180 Computer System Gen 
Desc HMM (810/815/825/830/835/845/ 
855) 

R Cyber 170/180 Computer System Inst/ 
Checkout HMM (845/855) 

R Cyber 170/180 Computer System Inst/ 
Checkout HMM (865/875) 

R Cyber 170/180 Computer System Pwr 
Dist/Warn Sys HMM (835/845/855) 

RO Cyber 180 Computer System Cables 
W/L HMM (840/850/860) 



60458640 



60456270 



60455930 



3F60461950 



3F60461960 



5F60461970 



3F60462020 



3F60462050 



3F60462060 



3F60462070 



60459960 



60458160 



60458690 



60455920 



3F60461650 



**b 



H 



K-L 



M 



H 



H 



H 



W 
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LITERATURE DISTRIBUTION SUPPLEMENT -CCONT> 



1 


TITLE 


E 


3 


M 


5 


**b 


N 


' Cyber 180 Computer Systems Cables 
W/L (845S/855S) 


3F60463500 


A 






$ 7.00 


RO 


Cyber 180 Computer System Cooling Sys 
HMM (840/850/860/990) 


60461610 


F 


3 






R 


Cyber 180 Computer System Install/Ck 
Out HMM (840/850/860) 


60461660 


C 


3 






RO 


Cyber 180 Computer System Pwr Dist/ 
Warn Sys HMM (810/830/65810/65830) 


60455210 


B-D 


3 






RO 


Cyber 180 Computer System C/O W/L 
HMM (990E/995E) 


3F60463670 


A 








RO 


Cyber 180 Computer System C/P W/L 
HMM (990) 


5F60462160 


H 








RO 


Cyber 180 Computer System CP Logic 
Diagrams HMM (990/990E/995E) 


60462190 


G 


6 






RO 


Cyber 180 Computer System HOG (990/ 
990E/995E) 


60460700 


B 


3 






RO 


Cyber 180 Computer System IOU W/L < 
HMM (990) 


5F60462200 


H 








R 


380-XXX (Cyber 170) Loosely Coupled 
Network HRM 


60458500 


H 


3 






R 


6681-B/C/D Data Channel Converter RM 


60334400 


L 


3 






R 


Cyber 200 Model 205 Computer System 
TSG 


60430060 


C 

J 


3 
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SECTION III 
A number of Software manuals are listed in more than one 
location, because of the fact that specific software products 
will run on various operating systems. 

Manuals In This Section ; 

The format in this section uses a machine line heading with 

a listing of manuals for each operating system version and 

the appropriate product set numbers printed beneath the 

heading. If unable to locate required manuals in this section 

of the catalog, please refer to the Other Sources of Literature 

in Section V. 
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LITERATURE DISTRIBUTION SUPPLEMENT -CCONT3- 



1 


TITLE 


E 


3 


M 


S 


**b 


R 


Cyber 200/Model 205 Computer System 
VSOS Ver 2 - Fortran 200 VI Prog UG 


60455390 


B 


3 




- 


R 


Cyber 200 Model 205 Computer System' 
VSOS Ver 2 - Fortran 200 VI RM 


60480200 


H 


3 






RO 


Cyber 200 Model 205 VSOS V2 - Maint 
Software Sys RM 


60457200 


H 


3 






R 


VSOS 2, NOS 2, NOS/BE - RHF Usage 


60460620 


C 








RO 


Cyber 200/Model 205 Computer System 
VSOS Ver 2 - Site Mgrs HB 


60461490 


B 


3 






RO 


Cyber 200/Model 205 Computer System 
VSOS Ver 2 - VSOS V2 IHB 


60459440 


G 


3 






RO 


Cyber 200 Model 20 5 Computer System 
VSOS Ver 2 - VSOS V2 OG 


60459430 


G 


3 






R 


Cyber 200/Model 205 Computer System 
VSOS Ver 2 - VSOS V2 RM Vol 1 


60459410 


G 


3 






R 


Cyber 200/Model 205 Computer System 
VSOS Ver 2 - VSOS V2 RM Vol 2 


60459420 


G 


3 






R 


NOS 2 - Analysis HB 


60459300 


H 


3 






RO 


NOS 2 - BML Message Formats RM 


60459940 


C 


3 






N 


NOS 2, NOS/VE - CDCNET Command Quick 
Reference (w/binder) 


60000020 


A 




A/D 


$ 16.00 


RO 


NOS 2, NOS/VE - Connect for Macintosl 
Summary 


l 60000001 


B 








N . 


NOS 2 - Moldcool II UG 


60463220 


A 


3 


A/D 


$ 6.00 


R 


NOS 2 - Operations Hbk 


60459310 


H 


3 






R 


NOS/BE - IHB 


60494300 


AB 


3 






R 


NOS/VE - Cybil File Mgmt Usg 


60464114 


E 








R 


NOS/VE - Cybil Seq & Byte Address 
Files Usg 


60464116 


C 

J 
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LITERATURE DISTRIBUTION SUPPLEMENT CCONTJ 



TITLE 



N NOS/VE - DWB/VX Introduction/User 
RM (VX/VE) (w/binder) 

N NOS/VE - DWB/VX Preprocessors Gd 
(VX/VE) (w/binder) 

R NOS/VE - HPA/VE RM 

RO NOS/VE - Malet/VE RM 

RO NOS/VE - SCL Quick Reference 

R NOS/VE - SCL Sys Interface Usg 

N NOS/VE - Screen Design Facility Usg 

RO NOS/VE - Sys Analyst Ref Set Sys 
Perf orm/Maint Usg 

R NOS/VE - VX/VE Administrator Gd/RM 

r NOS/VE - VX/VE Intro for Unix Users 

R NOS/VE - VX/VE User RM 

N APPLICATION MANUALS - CAP Cyber 205 
(Conversion Aid Package) RM 

N APPLICATION MANUALS - CAI (Cyber 200 
Instruction Analyzer) RM 

N APPLICATION MANUALS - CRISP (Collec- 
tion of Resources to Improve Soft- 
ware Productivity) Overview 

N APPLICATION MANUALS - CRISP Tools 



(For Cyber 180/NOS) RM 



60469890 

60469920 

60461930 
60461940 
60464018 
60464014 
60488613 
60463915 

60469770 
60469980 
60469810 
84004850 

84004870 

84004840 

84004860 



**b 



A 

A 

B 
B 

D 
E 
A 
D 

C 
C 
C 

A 



A 



A/D 



A/D 



$ 13.00 



16.00 



A/D 



$ 15.00 



A/D 



A/D 



A/D 



A/D 



$ 13.00 



$ 13.00 



$ 11.00 



$ 13.00 
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SECTION IV 

If unable to locate required manuals in this section of the 
catalog, please refer to the Other Sources of Literature in 
Section V. 
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LITERATURE DISTRIBUTION SUPPLEMENT -CCONT> 



RO 

N 

R 
N 
RO 

RO 

RO 

RO 

N 

RO 

RO 

N 

N 

N 

N 

N 

RO 

N 

RO 

RO 



TITLE 



Cyber 120 Data General Manuals - AOS/ 
VS Programmers Vol 2 ( System Calls) 

PS/SPL Documentation - Training Mgmt 
System UG 

RHF HB for IBM Systems 

Orchestrator Installation/Service Gd 

PS/SPL Documentation - Tieline/NP V2 
Central Site OG (NOS 2) 

PS/SPL Documentation - Tieline/NP V2 
IHB (L642) (NOS 2) 

(FOR INTERNAL USE ONLY) 

Tech Lab Facilities HB 

Electrical Design Standards 

Business Week Ad 

Fair Break Employer Brochure 

Fair Break Recruitment Brochure 

ICEM/Finite Element Analysis 

ICEM/Overview Mini Brochures 

Integrated Training Systems 

NOS/VE 

Security Services Brochures 

Concurrent Version Record Manager 

Inside Banking 

Introduction to Computers 

Laser Drive 1200 Optical Disk Drive 



62940361 

15190148 

60459050 
41621359 
15190132 

15190762 

15007700 

1.30.000 

20505400 

20454400 

20454300 

20515900 

20515200 

20516100 

20412500 

20516900 

20436300 

20517200 

20228800 
20428400 



**b 



03 

A 

C 
A 
D 



12/86 
7/86 

A 
A 



A 
A 

B 

D 



$ 32.00 



$ 11.00 
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LITERATURE DISTRIBUTION SUPPLEMENT -CCONT> 



TITLE 



NOS/VE Performance Analysis Service 

Patriot 240 %" Cartridge Tape 

Precise * PC-IAST 

Savings Institutions 

Tres Dexel Utilities Collection Mgmt 
System 

Wren 5k" 1024 Track Disk Drive 



20517500 
20515800 
20517600 
20510600 
20517400 

20514900 



**b 
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External Price Changes 



Publication # New Price 

15190762 $ 9.00 

41621241 33.00 

41621242 17.00 
56588792 44.00 
60000001 5.00 
60456180 28.00 
60456640 26.00 
60456920 57.00 
60459050 35.00 
60460030 8.00 
60460700 9.00 
60461490 13.00 
60463200 38.00 
60469460 46.00 
60469500 15.00 
83324810 15.00 
83325380 52.00 
83325580 15.00 
83325660 4.00 
83337540 41.00 
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OBSOLETE PUBLICATIONS 



PUBLICATION # DESCRIPTION 

15000400 Cabinet Design Gd 

1.60.005 Process Printed Wiring 

Bds. 

1.60.009 Solder Resist Req. 

1.60.011 Printed Wiring Assem 

60468570 33101-8XX Mem Sys Service 

84002760 NOS 2 Applic. IHB 



REPLACED BY 


OBS 


N/R 


OBS 


N/R 


OBS 


N/R 


OBS 


N/R 


OBS 


N/R 


OBS 


N/R 
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Numerical Listing 



New Or 
Reviseel 


Publication 
Number 


RO 


GF60404700 


RO 


GF60461650 


RO 


GF60461950 


RO 


GF60461960 


RO 


GF60461970 


RO 


GF60462020 


RO 


GF60462050 


RO 


GF60462060 


RO 


GF60462070 


RO 


GF60462160 


RO 


GF60462200 


N 


GF60463500 


RO 


GF60463670 


RO 


15190132 


N 


15190148 


RO 


15190762 


N 


41621359 


RO 


60000001 


N 


60000020 


R 


60334400 


R 


60430060 


RO 


60455210 


R 


60455390 


R 


60455920 


R 


60455930 


R 


60456270 


RO 


60457200 


R 


60458160 


R 


60458500 


R 


60458640 



Revision 
Level 


External 
Price 


u 




B 




C 




C 




C 




J 




H 




H 




H 




H 




H 




A 


$ 7.00 


A 




D 




A 


$ 32.00 


E 




A 


$ 11.00 


B 




A 


$ 16.00 


L 




C 




B-D 




B 




W 




M 




K-L 




H 




E 




H 




H 
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Numerical Listing 



New Or 
Revised. 


Publication 
Number 


R 


60458690 


R 


60458800 


R 


60459050 


R 


60459300 


R 


60459310 


R 


60459410 


R 


60459420 


RO 


60459430 


RO 


60459440 


RO 


60459940 


R 


60459960 


R 


60460620 


RO 


60460700 


RO 


60461490 


RO 


60461610 


R 


60461660 


R 


60461930 


RO 


60461940 


RO 


60462190 


N 


60463220 


RO 


60463915 


R 


60464014 


RO 


60464018 


R 


60464114 


R 


60464116 


R 


60469500 


R 


60469770 


R 


60469810 


N 


60469890 


N 


60469920 


R 


60469980 


R 


60480200 


N 


60488613 



Revision 
Level 


External 
Price 


c 




J 




c 




H 




H 




G 




G 




G 




G 




C 




E 




C 




B 




B 




F 




C 




B 




B 




G 




A 


$ 6.00 


D 




E 




D 




E 




C 




C 




C 




C 




A 


$ 13.00 


A 


$ 16.00 


C 




H 




A 


$ 15.00 
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■Numerical Listing 



New Or 
Revised- 


Publication 
Number 


R 


60494300 


R 


62940004 


R 


62940037 


R 


62940091 


RO 


62940361 


R 


83324580 


RO 


83324700 


R 


83324760 


R 


83324780 


R 


83324790 


R 


83324810 


R 


83324830 


R 


83325020 


RO 


83325060 


R 


83325110 


R 


83325220 


RO 


83325350 


R 


83325420 


R 


83325510 


RO 


83325550 


R 


83325560 


R 


83325580 


N 


83325650 


N 


84004840 


N 


84004850 


N 


84004860 


N 


84004870 



(FOR INTERNAL USE ONLY) 
RO 15007700 

RO 1.30.000 

RO 20228800 



Revision 
Level 


External 
Prtce 


AB 




P 




L 




H 




03 




D 




D 




J 




G 




H 




F 




E 




G 




E 




B 




S 




c 




D 




B 




B 




B 




B 




A 


$ 12.00 


A 


$ 11.00 


A 


$ 13.00 


A 


$ 13.00 


A 


$ 13.00 


12/86 




07/86 




B 
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Numerical Listing 



New Or 
Reyised.. 


Publication 
Number 


N 


20412500 


RO 


20428400 


RO 


20436300 


RO 


20454300 


RO 


20454400 


N 


20505400 


N 


20510600 


N 


20514900 


N 


20515200 


N 


20515800 


N 


20515900 


N 


20516100 


N 


20516900 


N 


20517200 


N 


20517400 


N 


20517500 


N 


20517600 



Revision External 
Levei Price 



A 
D 
A 
A 
A 
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